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Floor Plans 

New York Marriott at the Brooklyn Bridge Phone: 1-718-246- Sales: 1-718-246- 

333 Adams Street 7000 7000 

Brooklyn, New York 11201 USA Fax: 1-718-246- Sales fax: 1-718-222- 

0563 6535 

Toll Free 1-888-436- 

Room 3759 



http://www.marriott.com/hotels/event-planning/floor-plans/nycbk-new-york-marriott-at-th... 2/11/2014 























